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sold to the Commissariat and in the Bombay
bazaars. It is stated by Dr. McConaghy that in
1878 from 500 to 600 Ibs. were prepared by a
European resident and samples sent to Messrs.
Kemp and Treacher for their opinion. " The
colour and taste were pronounced good but it
was found deficient in nutritive properties." I be-
lieve praiseworthy offorts are still being made by
the Sattara Collector and the Commissioner of the
Central Division to have this arrowroot well prepa-
red and its quality again thoroughly tested. Accord-
ing to Royxburgh, Royle and Birdwood arrowroot
known as tickar arrowroot is manufactured in
many parts of India from the bulbs of Curcuma
angustifolia, C. montana, and other bulbs common in
this presidency and elsewhere. That which is sold
in the English market as Bast India arrowroot or
Travancore arrowroot is, it is believed, exported
from S. India prepared from Maranta Arundinacea*
with which is often mixed some portion of tickar
arrowroot.*

* This paper ^as read by Dr. J. C. Lisboa, before the Grant
Medical College Society, Bombay, in 1881, and published in it*
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